3 


IN  THE  RATTER  OF  THE  ONTARIO  HUMAN  RIGHTS  CODE, 
R.S.O.    1970,   C.    318,   AS  AMENDED 

AND  IN  THE  MATTER  OF  THE  COMPLAINT  MADE  BY 
MRS.    SIGRID  WAHTRIK  OF  WESTON,  ONTARIO, 
ALLEGING  DISCRIMINATION   IN  EMPLOYMENT  BECAUSE 
OF  AGE  BY  WEST  PARK  HOSPITAL,    8  2  BUTTONWOOD 
AVENUE,   WESTON,  ONTARIO 


This  matter  coming  on  for  hearing  on  the  21st  day  of 
March,   1978,  before  this  Board  of  Inquiry,  pursuant  to  the 
Appointment  of  Bette  Stephenson,  Minister  of  Labour,  dated  the 
31st  day  of  October,   1977,  A.D.,   in  the  plresence  of  counsel  for 
the  Human  Rights  Commission  and  Mrs.   Sigrid  Wahtrik,   the  com- 
plainant,  and  counsel  for  the  West  Park  Hospital,  the  respondent, 
and  upon  being  advised  by  counsel  aforesaid  that  the  parties  had 
resolved  their  differences  upon  the  basis  that  the  termination 
of  Mrs.  Wahtrik 's  employment  by  the  West  Park  Hospital  was  not 
an  act  of  discrimination  by  reason  of  age  but  was  to  be  settled 


between  the  parties  upon  the  basis  of  the  hospital's  contractual 
liability  to  compensate  J^rs.  Wahtrik  for  her  wrongful  dismissal: 


ORDER 


1. 


IT  IS  ORDERED  that  the  complaint  herein  be  and  the 


same  is  hereby  dismissed. 


DATED 


1978. 


M.    L.  FRIEDLAND,Q.C 

Chairman , 

Board  of  Inquiry. 


IN  THE  MATTER  OF  THE  ONTARIO 
HUMAN  RIGHTS  CODE,    R.S.O.  1970, 
C.    318,  AS  AMENDED 

AND   IN  THE  MATTER  OF  THE  COM- 
PLAINT MADE  BY  MRS.    SIGRID  WAHTRIK 
OF  WESTON,   ONTARIO,  ALLEGING 
DISCRIMINATION  IN  EMPLOYMENT 
BECAUSE  OF  AGE  BY  WEST  PARK 
HOSPITAL,    8  2  BUTTONWOOD  AVENUE, 
V7EST0N ,    ONTARIO . 


ORDER 


GOODMAN  AND  CARR, 
2800  York  Centre, 
145  King  Street  West, 
Toronto,  Ontario. 
M5H  3K1. 
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